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Support the renovation of the King Center, and help ensure our future. 


THE COOLEST PLACE IN TOWN. 

Literally. 

our goal is it© make your performing arts 
experience more comfortable-and'beautiful, 
while repairing our air conditioning system is 
critical, we a|so value a facility featuring state- 
of-the-art. modern design. 


We're making big improvements to the building 
this summer - in two very different ways. 







This summer, the King Center will begin renovations on its Heating, 
Ventilation, and Air Conditioning (HVAC) system. The system is now more 
-tan 30 years old and is beginning to fail. Air handlers have stopped 
functioning for periods of time, gauges have been broken, pumps have 
been damaged by rust, and pipes have been leaking. If a catastrophic 
failure of the system were to occur, the facility could be shut down for an 
: : extended period of time, due to flooding or major equipment damage. In 
order to protect against this, the King Center has developed a $1.7 million 
renovation project, which will replace the portion of the HVAC system that 
serves the stage and the auditorium - the two most important areas of 
the facility. 

The building, which opened to the public in 1988, will also receive a 
SI .9 million architectural and interior design upgrade. The time presents 
itself for the King Center to reflect the modern spirit and artistry of the 
exceptional performances that grace its stage. The design renovation will 
enrich the facility both functionally and aesthetically, as well as increase 
revenue opportunities and enhance the overall guest experience. 



HELP KEEP THE 
KING CENTER COOU 


Join our community of supporters by donating to our Keeping 
the King Center Cool campaign. While the majority of the 2019 
renovation project will be funded by the organization’s endowment, 
the King Center is counting on the residents and corporations of 
Brevard County to raise funds for the next phase! A gift of any size 
will have a lasting impact on the King Center and the community. 
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